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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 139646 

14-11 

ORIGIN SY-05 

INFO OCT-01 ARA-10 EUR-12 EA-10 NEA-10 ISO-00 /048 R 

DRAFTED BY A/SY/T: JFPERDEW:PH 
APPROVED BY A/SY/T: DGFISCHER, CHIEE 

041278 

R 140041Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BEIRUT 
INFO AMCONSUL FRANKFURT 
AMEMBASSY PANAMA 
AMCONSUL HONG KONG 

UNCLAS STATE 139646 

E.O. 11652:N/A 

TAGS: ASEC 

SUBJECT: CCTV PROBLEM 

REE: BEIRUT 7331 

FOR RTC 

1. SY/T AND CONCORD BOTH INVESTIGATING PROBLEM SEPARATELY. 
PLAN TO OPERATE CAMERAS CONTINUOUSLY ON FIFTY HZ. 

2. OSCILLATOR ALIGNMENT IS VERY CRITICAL. COMPLETE 
ALIGNMENT PROCEDURE BEING FORWARDED BY MAIL. 

3. CONCORD MANUAL FOR ALL EQUIPMENTS BEING REVIEWED IN SY/T 
PRIOR TO FINAL PRINTING. MANUAL SHOULD BE READY FOR FIELD 
DISTRIBUTION WITHIN THE MONTH. 

4. ADVISE ANY COMMON LINK AMONG FAILED UNITS, I.E. 

INSTALLED OUTSIDE, HIGH HEAT ENVIRONMENT, ETC. MOST LIKELY 
CAUSE OF FAILURE FROM HEAT OR BAD BATCH OF COMPONENTS 

IN CAMERA PRODUCTION RUN. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 139646 
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5. SY/T WILL ADVISE AS SOON AS ANY DEFINITIVE INFORMATION 
UNCOVERED AS A RESULT OF TESTING HERE. KISSINGER 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 39646 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JFPERDEW:PH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750208-0183 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750649/aaaabrxr.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 BEIRUT 7331 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 FEB 2003 by PhilliR0>; APPROVED <13 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: CCTV PROBLEM 

TAGS: ASEC 

To: BEIRUT 

Type: TE 
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